To:  Davis,  Tim[Davis. Tim@epa.gov] 

Cc:  McCiain-Vanderpool,  Lisa[Mcclain-Vanderpool. Lisa@epa.gov];  Jenkins,  Laura 

Flynn[Jenkins. Laura@epa.gov];  Faulk,  Libby[Faulk. Libby@epa.gov] 

From:  Smith,  Paula 

Sent:  Fri  8/7/2015  1 :33:32  AM 

Subject:  RE:  Gold  King  Mine  Blowout  SITREP  #1 


Deliberative  Process/Ex.  5 


- Paula 


From:  Mylott,  Richard 

Sent:  Thursday,  August  06,  2015  3:53  PM 

To:  Davis,  Tim;  Faulk,  Libby 

Cc:  Smith,  Paula;  McClain- Vandeipool,  Lisa;  Jenkins,  Laura  Flynn 
Subject:  FW:  Gold  King  Mine  Blowout  SITREP  #1 


Deliberative  Process/Ex.  5 


From:  Farris,  Laura 

Sent:  Thursday,  August  06,  2015  3:32  PM 

To:  Cristiano,  Gina;  Hestmark,  Martin;  McGrath,  Shaun;  Thomas,  Deb;  Card,  Joan;  Ostrander, 
David;  Bahrman,  Sarah;  Stavnes,  Sandra;  O'Connor,  Darcy;  Videtich,  Callie;  Kahn,  Lisa;  Bohan, 
Suzanne;  Sierra,  Eddie;  Land,  Kelcey;  Ward,  W.  Robert;  Logan,  Paul;  Gleason,  Michael; 
Saldenha,  Jasmine;  Buhl,  Rick;  Kortuem,  Patrice;  Smith,  Paula;  Mylott,  Richard;  Webster, 

Susan;  Eoc,  Epahq;  Foster,  Althea;  Restivo,  Angela;  Crossland,  Ronnie;  Garcia,  David 
Subject:  Gold  King  Mine  Blowout  SITREP  #1 


Please  find  attached  SITREP  #1  for  the  Gold  King  Mine  blowout.  Please  contact  me  with  any 
questions  that  you  might  have. 
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Laura 


Laura  Farris,  Situation  Unit  Leader 
1595  Wynkoop  Street,  Mail  Code:  8P-AR 
Denver,  CO  80202 

farri  s .laura@epa.  gov 

303-312-6388 
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